DART AEROSPACE LTD 


Description: SWIVEL FITTING — SCREEN RETAINER 


Work Order: 


Part Number: | 650.6312, 


Inspection Dwg: 650.6300 Rev: PG2 Page 1 of 1 
INSPECTION SHEET 
Drawing Actual . Method of 
Dimension Tolerance Dimension Accept | Reject Inspection Comments 
1 Ø.389 | +.000/-.002 | 
2 Ø .310 + .005 
aT Ere 
3 .050 + .005 
— A 
o ee 
rs as 
LT Tt 
Measured by: QC Inspector: 


Date: 


Checked by: 
Date: 


= 


Date: 


Engineering Approval: 
(If necessary) 


Date: 


Rev Date Change 


A 20.07.28 New Issue 


ao Approved 
M N 


H:\FORMS\Quality Assurance\approved QA\Inspection Sheet revB 


